From: Gary Simpson [gsimpson@nc.rr.com] 

Sent: 1/25/2018 5:42:07 PM 

To: Cooper, Roy A [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=f6d90b86b0494f09b93aala4e303b007-racooper] 
Subject: [External] No ACP 


CAUTION: External email. Do not click links or open attachments unless verified. Send all suspicious email as an attachment to 
report.spam@nc.gov. 


Governor Cooper, 

I am devastated to learn that you plan on supporting the building of the ACP. If you support NO off shore drilling, you 
should also support NO ACP. 

The ACP represents a $5 billion dollar investment into tracked gas infrastructure and a future marrying all of us with 
natural gas for 30 years. NASA and others have published many reports in the last month that demonstrate (and for the 
past 2 years) detailing how natural gas is the biggest cause of the increase in global warming over the last decade. 

Democrats don’t let Democrats support the ACP. 

Sincerely, 

Gary D. Simpson 
Pittsboro 











